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Qn 16 and 17 December, work was cancelled owinr; to visits 

. Work on the 23 and 

of the wrxtcr W 

•2U of December was cancollod because of the Chris tmas^ holidays . 
Work on the 30 and 31 of December was cancelled because of the 

* t 

l lew Year holiday. - 
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